UNIVERSITY OF TORONTO Faculty of Music 
EDWARD JOHNSON BUILDING 

TORONTO, ONTARIO, CANADA 

MSS TAL 





RECITAL BY | 
UNIVERSITY OF TORONTO PERCUSSION ENSEMBLE 
MONDAY, DECEMBER 5, 1983 
1:15 pm 


WALTER HALL, EDWARD JOHNSON BUILDING 


| PROGRAM 
Ionisation EDGAR VARESE 
Toccata | CARLOS CHAVEZ 
Allegro 
Lento 
Allegro Marziale 
| | INTERMISSION | 
Drumming, Part One - STEVE REICH 
First Construction in Metal | JOHN CAGE 
CONDUCTORS: 


Robin Engelman, Russell Hartenberger 


| | PERFORMERS : ; 
‘Michael Bakan | Joe Cordi Stephen. Skoutajan 
David Bradshaw - Michael Coté | John Thompson 
Bill Brennan | Mark Duggan Trevor Tureski 


Chris Burrell : Paul Ormandy | David Wilson 


